ಕರ್ನಾಟಿಕ ವಿಧಾನ ಪರಿಷತ್ತು 


ಚುಕ್ಕೆ ಗುರುತಿಲ್ಲದ ಪ್ರಶ್ನೆ ಸಂಖ್ಯೆ [871 (961 


ಮಾನ್ಯ ಸದಸ್ಯರ ಹೆಸರು 


| ಶ್ರೀ ವಿಜಯ ಸಿಂಗ್‌ (ಸ್ಠಳೀಯ ಸಂಸ್ಥೆಗಳ ಕ್ಲೇತು 


ಉತ್ತರಿಸಬೇಕಾದ ದಿನಾಂಕ 


ಉತ್ತರಿಸಬೇಕಾದ ಸಚಿವರು 


ಮಾನ್ಯ ಆರೋಗ್ಯ & ಕುಟುಂಬ ಕಲ್ಯಾಣ 


20/09/2021. 
ಹಾಗೂ ವೈದ್ಯಕೀಯ ಶಿಕ್ಷಣ ಸಚಿವರು 


ಪ್ರ. 
ಸಂ 


ಪ್ರಶ್ನೆ 


ಉತ್ತರ 


ಬೀದರ್‌ ಜಿಲ್ಲೆಯ ಬ್ರಿಮ್ಸ ಆಸ್ಪತ್ರಿಗೆ| 
ಕೋವಿಡ್‌-19 ತಡೆಗೆ ಸರ್ಕಾರದಿಂದ 
ಬಿಡುಗಡೆ ಮಾಡಿರುವ ಅನುದಾನವೆಷ್ಟು: 
ಖರ್ಚಾಗಿರುವ ಅನುದಾನವೆಷ್ಟು; ಈ 
ಅನುದಾನದಲ್ಲಿ  ಖರೀದಿಸಲಾಗಿರುವ 
ಉಪಕರಣಗಳು ಯಾವುವಃ ಈ 
ಉಪಕರಣಗಳು ಬಳಕೆಯಾಗಿವೆಯೆಣ; 


[e) 


ಬೀದರ್‌ ಜಿಲ್ಲೆಯ ಬ್ರೀಮ್ಸ ಆಸ್ಪತ್ರೆಗೆ 
ಕೋವಿಡ್‌-19 ತಡೆಗೆ ಅಗತ್ಯವಾದ ವೈದ್ಯಕೀಯ 
ಉಪಕರಣಗಳ, PPE 8&3, RTPCR Test 
ಮಾಡಲು ಸಲಕರಣೆಗಳು Manpower 
ಕೇಂದ್ರೀಕೃತ ಸಂಗ್ರಹಣೆ ಮಾಡಿ 
ಪೂರೈಸಲಾಗಿರುತ್ತದೆ. ' 


ಪಡೆಯಲಾಗಿದೆ. 


ಸಂಸ್ಥೆಗಳಿಂದ ಹಾಗೂ ದಾನಿಗಳಿಂದ 
ನೀಡುವುದು; 
ll ವು 


ದೇಣಿಗೆ ನೀಡಿದ ದಾನಿಗಳ ಹಾಗೂ ಸಂಘ 
ಸಂಸ್ಥೆಗಳ ವಿವರಗಳನ್ನು ಅನುಬಂಧದಲ್ಲಿ 
ನೀಡಲಾಗಿದೆ. £ 


(ಸಂಪೂರ್ಣ ಮಾಹಿತಿ ನೀಡುವುದು) 
ಕಳೆದ 2 ವರ್ಷಗಳಿಂದ ಕೋವಿಡ್‌19 
ಸಂಕಷ್ಟ ಎದುರಾದಾಗ ಸಂಘ 
ವೈದ್ಯಕೀಯ ಉಪಕರಣಗಳು ಹಾಗೂ 
ಔಷಧಿಗಳನ್ನು ದೇಣಿಗೆಯಾಗಿ 
ಪಡೆಯಲಾಗಿದೆಯೇ; 
ಇ) ಡರ ದೇಣಿಗೆ ನಡದ ವಾನಿಗಾ 
ಹಾಗೂ ಸಂಘ ಸಂಸ್ಥೆಗಳ ವಿವರಗಳನ್ನು 
ಈ |ಬ್ರೀಮ್ಸ್‌ ಆಸ್ಪತ್ರೆಗೆ ಇದುವರೆಗೆ ಎಷ್ಟು 
ಆಕ್ಸಿಮೀಟಿರ್‌ಗಳು ಹಾಗೂ ಆಕ್ಸಿಜನ್‌ 
ಕಾನ್ನಟ್ರೇಟಿರ್‌ಗಳು ಸಂಘ ಸಂಸ್ಥೆಗಳಿಂದ 
ಹಾಗೂ ದಾನಿಗಳಿಂದ ನೀಡಲ್ಬ್ಪಟ್ಟಿವೆ? 
(ಸಂಪೂರ್ಣ ವಿವರ ನೀಡುವುದು) 


ಬೀದರ್‌ ವೈದ್ಯಕೀಯ ವಿಜ್ಞಾನಗಳ ಸಂಸ್ಥೆಗೆ 
ಇದುವರೆಗೆ 68 ಆಕ್ಸಿಮೀಟರ್‌ ಹಾಗೂ 169 
ಆಕ್ಸಿಜನ್‌ ಕಾನ್ನನ್‌ಟ್ರೇಟಿರ್‌ ಗಳು ಸಂಘ 
ಸಂಸ್ಥೆಗಳಿಂದ ಹಾಗೂ " ದಾನಿಗಳಿಂದ 
ನೀಡಲ್ಪಟ್ಟಿವೆ. ವಿವರವನ್ನು ಅನುಬಂಧದಲ್ಲಿ 
ನೀಡಲಾಗಿದೆ. 


ಕಡತ ಸಂ: ಎ೦ಇಡಿ 353 ಎಲ ಎಸ್‌ ಎಫ್‌ 2021 


ಆರೋಗ್ಯ & ಕುಟುಂ 


ಧಾಕರ್‌) 
ಬ ಕಲ್ಯಾಣ ಹಾಗೂ 
ವೈದ್ಯಕೀಯ ಶಿಕ್ಷಣ ಸಚಿವರು. 


ಅನಸು'ಬಲಣು. 


§ bRIMs Teaching Hospital Statement Showing the Furniture and Equipments list for the 
pa year 2019-20, 2020-2021,2021-22 Upto September - 2021 


28 |MARS4O/RAD/GEN/40KW/RA/42 KW 
/125LU/TUBE STAND PC/TABLE 
MULTIPURPOSE/UBS CSR 


pS Oximeter 


derabasi dist mohal 


Sun Zen Enterprises Bangalore 


Allengers Medical Systems Ltd 


: 
SL. NAME OF THE ITEMS RECEIVED FROM Qty TRemark 
NO. J 

1 [Semi Auto Analyser {Chemical 5X) \Kotarshetti Agency Gulb 1 iA _} 
CPAP with Blender baby PAP KSDKWS Bangalore ಹ 4 | 
Pump Suction Portable KSDKWS Bangalore 2 

Tx ~eriliance Pro with BAS 100 {Pheonix “HoDKWS Bangalore ರ 

Phototheraphy unit } 1 | 
5 JBPLEXCELLOD Muttipara with all Accessories JKSDKWS Bangalore 4 
SO. 
|6| Pulse Oximeters Comet Plus KSDKWS Bangalore 11 
| 7 [Syrange Pump Model Ayush Medical 30 
| 8 [syrange Pump Model Ayush Medical ee 
| 9 [volumetric Insusion Pump _lAyush Medical | 3 ! 
Laryngoscope with 2 blades IKSDKWS Bangalore gi CAS 
11 {Foot Suction Apparatus SBR Bangalore NE 
12 [15KVAUPS Karnetaka Electronic | 
Development Corporation Ltd. 
ಆ — 
13 130KVA UPS Karnataka Electronic | 2 
Development Corporation Ltd. 
Bangalore Hi 
ENT Microdebrider Surgitronic Bangalore 1 |] 
| 15 [NASAL Endoscopy Unit 18 
EAR Surgery instrument K K Allianze Bangalore | 1 | | 
ENT Microscope K K Alfianze Bangalore 1 
Tn Pump Miti Electronics Pvt Ltd. Chennai 1 j 

19 [Gas Pipeline fishies Technical Services | 
| 20 Video Larangscope in sight [isha Surgical Bangalore 1 | 
Minus 20 Degree DEEP FREEZER G K Sales International ಸ್‌ 1 ] 
Minus 80 Degree DEEP FREEZER G K Sales International Tae § 
Bio Safety Cabinet Class 1A G K Sales International 1 | 
Digital Centrifuge Micro Kotarshetti Agency Gulb 4 IE ಕಸ 
Refrigerated Centrifuge G K Sales International 1 

26 {VORTEX Mixer Micropipeties G K Sales International 8 3 | 
15 KVA 192U Online UPS Tectiser Power Soluuon P Ld8 A 


1.5 Ton InvertorSplit A 


————— 


K K Allianze Bangalore 


| 


Transasia Bio Medicals Ltd B’| 


೦ 


Fully Automated Cogutation Machine 
32 {HP LAPTOP 
33 |DESK TOP 


Vrinda Enterprises 


Vrinda Enterprises 


Multi Functioning Printer HP 1005 


JVrinda Enterprises 


35 [pulse Oximeters Table Top 3 

Ambu Bag Peadiatric 

Laryrigescope 2 blade set 

Oxygen Hood Round with Conector-20 


pulse Oximeters FTP 100 


—! 


Be 


isha Surgical Bangalore 


Fs Multi Parameter Moniter with Standard Ass 
ABG Machine 


K K Allianze Bangalore 


Aditya Surgical Co., Bangalore 


5 hp o/w Sub Mershible Motor {Make 
Teximo) Aquatex 

7.5 HP/ o/w Sub mershible Motor (Make 
Teximi Aquatex} 

LT LK Starter Box 2 1/2inch 

Cable 4 Square MM 3 Core 


Unnati Engineering Co. Bidar 


39 Perimeter _—} 


K K Allianze Bangalore 


40 [Stethoscope Demonstration with multiple ear 
pieces 


| 41 Vitalograph (Spirometer) 


K K Allianze Bangalore 


KK Allianze Bangalore 


42 [HOT AIR OVEN K K Allianze Bangalore 3 ; 
PH METER NN RAE 
PAN Electronic Weighing Balance 1 | { 
INCUBATOR 1 | 
PIPETTE STAND 3 
AEROSOL BOX 4 
Laminor Airflow Vertical 2ft. 1 
AEROSOL BOX KK Allianze Bangalore J ] 
| 44 | Covid Wisk Mobile Swab Collecting Booth K K Allianze Bangalore 1__| 
HPCL System with Accessories Spin-Co-tech Pvt Ltd. Chennai 1 J -] 
46 ECG Machine 3 Channels Arvind Engg. Works & 2 
Enterprises Biclar 
47 {CARDIAC Monitor with Defibrillator Model Directorate pf Medical Bm Ww 
Philips DFM 100 Education B'lore 
38 Haematology Analyser Cell Counter 5 Part Aditya Surgical Co. Bangalore | 1 
ER 
49 |Sphygmo manometer Digital Slide Cabinet MC Dalal and Co, Chennai 20 | 
REE Snellens Chart Self tluminated |MC Dalal and Co, Chennai i301 
j | f 
51 |Pulse Oximeter isha Surgical Bangalore 3} 
52 [Hot AIR OVEN INCUBATOL K K Allianze Bangalore 1 
INCUBATOR 1 
Histology Embedding Center 1 
Grossing Station Make Medinier Model 1 1 | 
250 KVA Dieasel Generator Set Virtus techno Office, Pune ak 
54 Electro Mechanical (Motorized } JCU COL Nutech Global Bangalore 5 
| 55 [Semi Fowler Cot with matters Nutech Global Bangalore 20 
| 56 [BAIA Water Hitter 1.7 Liters Md Abdulla & Sameer Siddisha 3 ನ 
57 [Scan Mobile X-Ray Machine,Stand Satyadeeptha Pharmaceuticals 1 | 
Ee Box,Films Chips ಹ್‌ J | 
58 [Scan Mobile X-Ray Machine,Stand Sai Life Chemicals Bidar 1 
i 


Table, Developing Box,Films Chips 


Fl 


ECG Machine model 703 [sa Life Chemicals Bidar 2 a ನ 
ECG Machine Bidar Dist. Chemical Pharma 2 
y ind.Bidar 
Stretcheran trolly SS304 Sswadecptha Pharmaceuticals | 9 
A Ltd Hum'Bad | 
62 Wheel Chair Folding Karna Fighter C [OSes Pharmaceuticals - 5 
Ltd Hum’ Baci 
63 (CrahCoat OO ¥a ha Pharmaceuticals ST 
a Hum’Ead 
64 [Punchure Proof Contrainer 3 Liters Satyadeeptha Pharmaceuticals if 20 
Ltd Hum'Bad 
ee _ X 
65 X-Ray Wave Box LED Satyadeeptha Pharmaceuticals 4 
Lid Hum'Bad 
2; 
Pulse Oximeter Rotary Club of Bidar New 24 
Century Bidar | § 
Digital Blood Pressure Monitor Rotary Club of Bidar New 10 
____ [Century Bidar 
INTRARED THERMOMETER Rotary Club of Bidar New 10 7 
Century Bidar 1 
IRON COTS MEDICAL SINGLE RENEW POWER PVT LTD 10 
AURAD | 
IRON COT MATTERS BEDS MEDICAL SINGLE J|RENEW POWER PVT LTD 10 
AURAD | 
POLLOWS MEDICAL RENEW POWER PVT LTD 10 | 
AURAD ee 
Philips 2D Echo Machine wit Three Proops JKSMSCL 1 
F > ಕ್‌ ' — 
OXYGEN CONCENTRATOR BRAND YUWELL, [KSMSCL 1 30 i 
MODEL 9F-5-AW | | 3 
| 74 |OXYGEN CONCENTRATOR BRAND YUWELL, UNITED WAY OF BENGALURU 50 | 
MODEL 9F-5-AW 
OXYGEN CONCENTRATOR BRAND YUWELL, IKSMSCL —] 16 
MODEL 9F-5-AW 1 || _ 
OXYGEN CONCENTRATOR ROTARY CLUB OF BIDAR NEW 3 | 
CENTURY BIDAR NR j 
OXYGEN CONCENTRATOR BRAND PHILIP INDIAN RED CROSS TRUST 2 
BIDAR 
OXYGEN CONCENTRATOR SUPERITENDENT OF PCLICE r 2 | 7 
BIDAR 
OXYGEN CONCENTRATOR BRAND MEDEQUIP JSKDRDP MANJUNATH TRUST 4 | 
BIDAR | 
OXYGEN CONCENTRATOR AIANGSU [HELP INDIAN GROUP BOAR TOUT 
KONSUNG BMS &TCL CHINA _ | 
CXYGEN CONCENTRATOR BRAND MODEL IKSMSCL iShadowfax tech pvt 0 | 7] 
[td] ) 


ee CONCENTRATOR BRAND MODEL RED CROSS INDIAN SOCIETY 50 ಸ 
IMPACT 1 t SINGAPORE (BANGALORE ಮ 
$3 VENTILATORS MTV 1000 with DUAL LIMB KKRDB HYD 5 
ft \ — 
| 84 | VENTILATOR'S HEMALTON Basil Biosolutions Bangalore | 5 
85 [VENTILATOR'S MTV 1000 with DUAL LIMB |KKRDB HYD 15 
| 86 |VENTILATOR'S P MCare KSMSCL [14 
[87 |VENTILATOR'S _ P MCare KSMSCL 14 | 
88 IVENTILATOR'S PMCare KSMSCL 3 
Draeger Ventilator Saveena 300 DME {Sun Zen Enterprises 10 
iBangatore) EE _ 
Draeger Ventilator Saveena 300 DME [Directorate of Medical 5 
_ [Educ. B'lore} ' | Le Ws | 
91 [Draeger Ventilator Saveena 300 DME [Sun Zen Enterprises | 8 | 
Bangalore] | 
| 92 |VENTILATOR'S AGVA P M CARE |ksMsct i 
93 [VENTILATORS AGVA P M CARE ——[KSMSCL 1 15} | 
Kus IMPACT II SINGAPORE RED CROSS INDIAN SOCIETY \ 10 
[BANGALORE 2 NE 
95 |Draeger Ventilator Saveena 300 SAI SRINIVASA AGENCIES HYD 1 
[96 UPS For Ventilator System Bharat Electronics Limited EN 
97 |HFNC Machine Full Kit with Standrad Dc Office Under CSR NN 
\Programme Bidar 
9 HFNC Machine Sri Venkateshwar Enterprises 4 
Bangalore 
| ಸೊ | 
HFNC High Flow Nasal Oxygen Theropy with THDMR [Sun Zen Enterprises 25 
B'lore} 
100 [HFNC Machine DMR {Sun Zen Enterprises 5 T 
Bore] 
| 101 |HFNC Machine IN ರ ರ 
Multi Para Monitor's DRAEGER Sun Zen Enterprises Bangalore | 30 
103 [BIPAP ACT GRANT BANGALORE (ME | 
104 |Stretcheres's D Tech Medical (Laxmi 18 | 
Enterprises}Hyd bs | 
D Tech Medical (Laxmi 24 


Wheel Chair's 


Enterprises)Hyd 


106 |Glucometer's 


Enterprises\Hyd 


D Tech Medical (Laxmi 10 


Nasal Canul O2star curved M 20200604 


DME Bangalore “200 ಗ 1 
Nasal Canul 02Star curved L 20201020 DME Bangalore 150 ಸ್‌ K 
109 [Nasal Canul 02Star Curved x 20200910 DME Bangalore | i590 | 
Nirmaan Organization Bidar 50 } 


Oxygen Cylinder 


Nirmaan Organization Bidar 


Suction Apparatus 2 Bottle 
intubation Kit Medisafe 


Nirmaan Organization Bidar 


(113 [Autoclave Electrical VHP 16x24 Automatic 


Nirmaan Organization Bidar | 


41 - 
Director 
pidar institute of Medicat Sciences 


